PARK RULES AND REGULATIONS 

The following rules and regulations shall apply to use of all Pocahontas County owned or 

operated park and recreation areas; 

!’ All recreation facilities shall he open to the public between 6:00 a,m, and 10:00 pm 

j* Possession or use of alcoholic beverages, illegal drugs or narcotics is prohibited. 

1 Smoking is prohibited in all tot playground areas, indoor facilities, bleachers and 
restrooms. 

4' Boisterous, immoral or indecent conduct or profanity is prohibited. 

The damaging, destroying or marring of equipment or property is prohibited. 

6 ' All trash, garbage and refuse material arising out of the use of the Park and Recreational 


Open fires shall be permitted only in charcoal grills or other facilities provided for such 
purposes. 

No RV campers allowed for overnight camping. Tent camping is allowed in designated 
areas only. 

No horses are allowed on the playing fields or campground areas, 

The pavilion and gazebo use may be reserved for a fee of $20.00 per day. Public use is on 

a first come first serve basis with reservations taking priority, To reserve call 307-799* 
7386 * 

No filling of water tanks at the public hydrant, 

The solicitation, posting of signs, distribution, sales, servicing or rental of any supplies or 
equipment is prohibited, Admissions to events may not be charged at the park gates or 

Use or discharge of any type of firearm, air gun, sling shot, bow and arrow, or explosive 
device is prohibited except when permission is given by the issuance of a permit, 

The use of motorized vehicles, except on area designated as driveways or parking lots 
during the time when facilities are open to the public, is prohibited, The term ‘'motorized 
vehicles" shall include, but not be limited to non licensed motor vehicles (three or four 
wheeled ATVs], dirt bikes, snowmobiles, golf carts, etc. Town vehicles are exempt. 
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